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This paper describes the use of measured source data to assess the effects of acoustic source specification 
on rotor-stator interaction noise predictions. Specifically, the acoustic propagation and radiation portions of 
a recently developed coupled computational approach are used to predict tonal rotor-stator interaction noise 
from a benchmark configuration. In addition to the use of full measured data, randomization of source mode 
relative phases is also considered for specification of the acoustic source within the computational approach. 
Comparisons with sideline noise measurements are performed to investigate the effects of various source de- 
scriptions on both inlet and exhaust predictions. The inclusion of additional modal source content is shown 
to have a much greater influence on the inlet results. Reasonable agreement between predicted and measured 
levels is achieved for the inlet, as well as the exhaust when shear layer effects are taken into account. For 
the number of trials considered, phase randomized predictions follow statistical distributions similar to those 
found in previous statistical source investigations. The shape of the predicted directivity pattern relative to 
measurements also improved with phase randomization, having predicted levels generally within one standard 
deviation of the measured levels. 


I. Introduction 

Increasing air traffic and more stringent aircraft noise regulations continue to expand requirements on community 
noise prediction capabilities for conventional and unconventional aircraft configurations. Accurate aircraft engine 
noise prediction is an important component of overall aircraft system noise tools. In particular, the prediction of rotor- 
stator interaction (RSI) noise, which is the tone or broadband noise produced as a result of the interaction between 
the fan wakes and fan exit guide vanes, continues to be of interest since it can be a dominant engine noise source. 
Understanding of the source mechanisms, in-duct propagation, and subsequent radiation to the far-field is necessary to 
develop and evaluate noise reduction concepts. Therefore, assessment of the cost/benefits of the available prediction 
tools, as well as development of improved methodologies, are essential. 

Fan noise prediction tools incorporate methodologies ranging from empirical to fully computational. The empir- 
ical methods - 1 are attractive, as they tend to require minimal computer resources and run times. However, empirical 
methods are limited in application in that they can not be confidently used for fan configurations (including acoustic 
treatment) that deviate significantly from those upon which the empirical method is based. Additionally, predictions 
are generally available only in the far-field and hence do not contain near-field information that may be required to 
perform additional analysis, such as acoustic scattering predictions. In contrast to empirical methods, computational 
methods rely on first principles and, in some instances, phenomenological considerations of the noise generation and 
propagation processes. Such methods have been developed for a number of fan noise source£E and specific config- 
urations! - 7 The use of these methods requires more expertise than the empirical models and often requires access to 
fairly detailed aerodynamic and geometric input parameters from independent measurements and computations. As 
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such, these methods can require significantly more computer resources and run times compared to the empirical meth- 
ods, but potentially offer a level of fidelity that allows more accurate assessment of current designs and development 
of noise reduction strategies. Recent assessment reports 7 8 have addressed various aspects of these current fan noise 
prediction tools. 

Following the paradigm of the previous assessments, a subsequent stud} 9 investigated a well known empirical 
method, NASA’s Aircraft Noise Prediction Program (ANOPP)f 1 and a newly developed coupled computational ap- 
proach via comparison with measured sideline acoustic measurements from a benchmark fan noise test. The specific 
fan configuration, the Advanced Ducted Propulsor (ADP) Fan lj 10 11 was chosen because it exhibited strong RSI 
tones. Therefore, the main interaction circumferential mod^](with all cut-on radial modes) was considered a suffi- 
cient source description for the coupled computational approach. As anticipated, the computational approach provided 
detailed directivity information and afforded the ability to account for near-field effects. These capabilities were not 
available in the inherent far-field, one-third octave band empirical predictions. However, shortcomings in the source 
description of the computational approach were evident. Direct comparison with measured sideline data was problem- 
atic at off-peak directivity locations due to the presence of additional sources in the measured data. Results showed 
that further investigation into proper source specification for the computational approach was warranted. 

The purpose of the current study is to use measured data to address previous acoustic source specification issues 
and determine if improved tonal RSI noise predictions can be obtained, ultimately providing improved understanding 
of the current acoustic propagation/radiation prediction tools. Specifically, the acoustic propagation and radiation por- 
tions of the coupled computational approach are used to predict rotor- stator interaction noise from another benchmark 
configuration, the NASA/GE Source Diagnostic Test (SDT) fan. Use of the SDT afforded access to fan noise source 
measurements, and therefore information beyond the main interaction circumferential mode, which were not available 
for the ADR Based on these measurements, a number of source descriptions are used within the computational ap- 
proach. Beginning with the dominant circumferential mod^](with all cut-on radial modes), additional circumferential 
modes (with all cut-on radial modes) are added to study their effect on the radiated sound field. As the relative phase 
of the source modes is an important parameter, a series of predictions in which the relative phases are randomized are 
also performed. The resulting acoustic predictions are compared with measurements to illustrate source effects and 
evaluate prediction quality. The test configuration and experimental measurement facilities are first presented in Sec- 
tion [II| A brief discussion of the computational approach, initially coupled with a fan noise source prediction code in 
the previous study,® is then presented. Comparison of the predictions with sideline measurements are made in section 
|Tv| Finally, concluding remarks regarding some of the more significant results are presented in Section [V] 

II. Test Facility and Acoustic Measurements 

The selected fan test case for this study is taken from a previous assessment of fan noise prediction capabilities 8 
involving a high bypass ratio fan stage called the NASA/GE Source Diagnostic Test (SDT) fan. The 22-inch diameter 
rotor was tested in the NASA Glenn 9-Foot by 15-Foot (9’xl5’) Low Speed Wind Tunnel (LSWT) (see fig.|T|) in which 
sideline, as well as in-duct, acoustic measurements were acquired. The SDT fan, 13 HI the cross-section of which is 
shown in figure [2] has a design corrected tip speed of 1,215 ft/sec, a stage pressure ratio of 1.47, and bypass ratio of 
8.9. The fan stage has 22 blades and 54 fan exit guide vanes. The fan speed conditions of interest, the details of which 
are provided in Table [T] are representative of the three certification points (approach, cutback, and takeoff), as well 
as two intermediate fan blade tip speeds. For this initial source investigation however, only the approach condition 
(61.7% design speed) is used. 

A. Wind Tunnel Acoustic Measurements 

The 9’xl5’ wind tunnel, a schematic of which is shown in figure [3] is an open-loop, continuous-flow, anechoic wind 
tunnel facility. Acoustic measurements are acquired using a traversing microphone along the sideline placed 89.3 
inches (approximately four fan diameters) from the fan axis. Data were taken at 48 positions in 2.5-degree intervals 
starting at 25° from the fan axis, with 0° being the forward position upstream of the fan. Additionally, to obtain more 
angular coverage in the aft quadrant, three fixed microphone probes are placed in the rear of the test section. Together, 
the traversing probe and the fixed microphones result in 5 1 measurement locations that cover sideline emission angles 
(based on 0.1 Mach number) ranging from 25° to 158° relative to the mid-chord of the fan. All measured and predicted 
results in the study are referenced to these emission angles, herein also referred to as sideline angles. 


a m = — 9 at 2xBPF for the ADP 

b Based on blade/vane count 12 and evident in rotating rake data 
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B. Rotating Rake Acoustic Measurements 

In addition to sideline acoustic measurements, a rotating rake 15 16 3 measurement system was used to provide a map 
of the acoustic duct modes present in the fan duct. Developed and implemented by NASA Glenn Research Center 
in the 1990s to measure turbofan duct acoustic modes, the system is a continuously rotating radial microphone rake 
that is inserted into the fan duct. For inlet measurements, 12 to 14 transducers are typically distributed in equal radial 
increments starting near the outer- wall to the duct centerline at the throat. For exhaust measurements, 6 to 8 transducers 
are typically distributed in equal radial increments starting near the outer- wall to the near inner wall at the duct exit 
plane. The rotating rake provides a complete map of the acoustic duct modes present in a ducted fan and has been 
used on a variety of test articles: from a low-speed, concept test rig, high-speed, scaled, wind tunnel models, to a full 
scale production turbofan engine. 

The key concept behind the rotating rake technique is that by slowly rotating at a rate locked to the fan shaft speed 
(e.g., 1:200 speed ratio), a Doppler shift is imparted to the duct spinning modes that is based on the mode physics. 
The acoustic pressure profile may therefore be separated into circumferential modes. The radial modes are obtained 
by solving a least- squares -curve fit to these circumferential modes using the hard-wall cylindrical Bessel functions as 
the basis functions. The acoustic power level (PWL) for each mode is computed based on physical conditions directly 
from the mode pressure. For initial predictions in the investigation, the source modal amplitude and phase information 
were used to generate the source information for the computational approach. As information for all cut-on modes 
was available, the source description could be built up incrementally to study the effects of additional modes on the 
radiated noise. 


III. Prediction Code Description 

Although more detailed discussions of the codes have been presented previously, a brief description may be useful 
in understanding the prediction process. After introducing the individual components of the computational approach, 
details of the current implementation are discussed. 

A. CDUCT-LaRC 

In the computational approach, fan noise source information is passed to a duct propagation and radiation code. A 
suitable code, used in the previous study, for performing these predictions is the CDUCT-LaRC code. This code 
calculates the propagation of a given arbitrary acoustic potential source profile ahead of the fan face or aft of the 
exhaust guide vanes in the inlet or exhaust ducts, respectively. Subsequent to the propagation calculations, the code 
has the capability of computing the noise radiation field outside the duct. In addition to the ducts being acoustically 
lined in specified areas, other issues that make the propagation and radiation analysis complex include: 

1 . The duct may have a non-uniform circular or annular section. As a result, the flow in the duct may be nonuni- 
form. 

2. There may be a pylon and a bifurcation in the exhaust duct resulting in one or two C- shaped regions. This will 
completely change the character of acoustic wave propagation from that of an annular duct. 

3. The acoustic lining on the duct wall may be nonuniform (i.e. circumferentially and axially segmented). 

The CDUCT-LaRC code is composed of five distinct modules: 1) input and output specification, 2) Computational 
Fluid Dynamics (CFD) and acoustic grid generation, 3) background flow calculation, 4) duct acoustic propagation, 
and 5) duct acoustic radiation. All of the modules that currently make up the CDUCT-LaRC framework have been 
discussed previously 17 and are utilized in this study. However, this discussion will focus on the propagation and 
radiation modules, as they are most pertinent to this investigation. 

The duct propagation module is based on the CDUCT code developed by Dougherty 18 19 and extended by Lan. 20 
This utilizes a parabolic approximation to the convected Helmholtz equation and offers a computationally efficient 
model that accounts for the complexities listed above. The CDUCT-LaRC code has been extended to allow a user 
to automatically perform multi-block propagation calculations. The grid connectivity is determined and data is trans- 
ferred from upstream to downstream blocks without user intervention. Results of the propagation module include the 
acoustic potential or pressure within the duct, which may be utilized by the radiation module for acoustic radiation 
calculations. 

The duct radiation model is based on the Ffowcs Williams-Hawkings (FW-H) equation with a penetrable data 
surface. 21 Use of this equation for many acoustic problems has shown it to generally provide better results than 
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the Kirchhoff formula for moving surfaces. Based on the background flow conditions and propagation solution, this 
module calculates the radiated acoustic pressure at various observer locations. The data surface may be taken to be 
the nacelle inlet or exhaust plane for inlet or aft-fan cases, respec tively. However, provisions have also been made 
to account for the effects of the shear layer on the radiation. 22 23 In this approach, the CDUCT-LaRC bypass duct 
propagation calculation is extended to a ‘pseudo-duct’ beyond the exhaust plane. The outer surface of the ‘pseudo- 
duct’ is defined by the shear layer surface upon which a boundary condition similar to an acoustic liner boundary 
condition is applied. The development of the boundary condition is based on the satisfaction of two conditions: 1) 
the particle displacement must be continuous across the shear layer, and 2) the acoustic pressure must be continuous 
across the shear layer. Thus, an impedance boundary condition is obtained which is then applied on the outer surface 
of the ‘pseudo-duct’ . 

B. Implementation 

Before presenting predictions, further details on a few aspects of the computational implementation are beneficial. 
Figure [4] illustrates the computational grid topologies used in the inlet and exhaust prediction^] The blocks used for 
inlet and aft interior duct propagation are shown in red and green wireframe, respectively. The ‘pseudo-duct’ is shown 
in blue wireframe at the furthest downstream extent. The source planes for the propagation calculations are located 
at the rotating rake measurement planes (approximately 2.5 in. upstream of the exhaust plane for exhaust predictions 
and 3.325 in. downstream from the inlet plane for inlet predictions). While CDUCT-LaRC can accept arbitrary source 
specification (i.e. it is not a modal code), it is often convenient to specify the acoustic source distribution in terms 
of duct modes. For situations in which the source pressure is available, this greatly simplifies the conversion to the 
required acoustic potential. Previously^ this information was obtained by using the LINFLUX0H code to compute 
the rotor-stator interaction tones generated as a result of the mean perturbations in the fan rotor wake impinging on the 
stator. In this study, the acoustic potential source profiles were computed using various combinations of the measured 
source modes obtained from the aforementioned rotating rake. Consistent with the mean flow considerations of the 
rotating rake modal decomposition, the Mach number at the source planes was taken to be uniform. Therefore, al- 
though non-uniform flows may be considered within CDUCT-LaRC, the mean flow for the current study was assumed 
to obey a one-dimensional Mach- Area relation. 

An additional aspect of the prediction process that warrants further explanation is the implementation of the shear 
layer model. Following results from previous investigations!? 2 23 the impedance value to be applied on the shear 
layer surface obtained for the lowest order radial mode at the given circumferential mode, m = — 10, was used for 
all modes. This meant that only a single impedance value was required and allowed all modes to be considered in 
a single calculation. To qualitatively illustrate the ‘pseudo-duct’ calculation, the contours of the real part of acoustic 
potential are shown in the interior block and ‘pseudo-duct’ for a sample prediction in fig. [5] The exposed (i.e. outer 
radial and axial) ‘pseudo-duct’ surfaces are then used as acoustic data surfaces for the subsequent FW-H acoustic 
radiation calculations. Based on previous studies^ 9 23 a ‘pseudo-duct’ having an axial extent of approximately 5 times 
the annular duct radius (r max — r m [ n ) was utilized in all subsequent predictions including the shear layer modeling. The 
propagation calculations were performed on inlet/aft internal computational domains having (89, 185, 17) points and 
a ‘pseudo-duct’ domain having (89, 185, 65) points in the radial, circumferential, and axial directions, respectively. 
This grid resolution was well above that required for most conditions considered. However, it was maintained so 
that one grid could be used for all computations while accommodating situations in which all cut-on source modes 
were includecQ The efficiency of the CDUCT-LaRC code minimized the impact on computational resources, as a 
complete three-dimensional propagation and acoustic radiation calculation took approximately one minute on a single 
workstation 2.66 GHz CPU. 


IV. Results and Discussion 

Rotor-stator interaction noise predictions for the rotating rake/CDUCT-LaRC (RR/CDUCT-LaRC) approach at 
two times the blade passage frequency (2xBPF) are compared with measured data at sideline locations consistent with 
the 9’xl5’ test. Here, rotating rake data was used directly for source input within the computational approach. The 
modal source power levels associated with the inlet and exhaust have been presented previously 25 and their relative 
levels are illustrated in figure [6] The increased power level and dominance of the main RSI circumferential mode 
(m = — 10) in the exhaust, as compared to the inlet, are evident. This will be further illustrated as predictions with 

c Here, only one of the 22 fan blades and one of the 54 exit guide vanes are shown to simplify the figure 
d Circumferential mode numbers up to ±26/ ± 28and radial orders up to 10/4 for inlet and aft cases, respectively. 
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increasing modal source content are presented. These are followed by comparisons for additional computations in 
which the relative phase of the source modes were randomly selected over a number of trials. 

It is important to note that the predictions were carried out for the single 2xBPF frequency, whereas the measured 
data was obtained in 5.9 Hz bands. The acoustic energy from the interaction tone will not be limited to a single 
frequency bin in the narrow band spectra. As a result, the energy in the four frequency bins surrounding 2xBPF (two 
on either side) was taken to belong to the interaction tone. The reported measured tone levels are therefore the sound 
pressure levels equal to 10 log(£^ : p 2 ) where N = 4 (i.e. summation over the the four frequency bins). Using only 
one adjacent bin (i.e. N = 2) on each side of 2xBPF lowered the levels by approximately 2 dB. 

In comparing measured and predicted levels, inlet and exhaust observers were considered separately. The inlet 
observer locations were taken to include sideline angles from approximately 25° — 90°. Exhaust observer locations 
were taken to include sideline angles from approximately 105° — 158°. Sideline angles from 90° — 105° were excluded 
to avoid ambiguity in separating inlet/exhaust contributions in the measured data. An additional point concerning the 
three stationary aft microphones which are not part of the traverse system should also be made. Predictions and 
measurements were performed at the locations shown in figure [3] However, for consistency, the levels reported at 
these three locations were extrapolated (on a lossless basis) to the 89.3 in. sideline distance consistent with the traverse 
location. 

A. Direct Rotating Rake Source 

Initial comparison between measured data and RR/CDUCT-LaRC rotor-stator interaction noise predictions at 2xBPF 
for the approach speed are presented in figures [ 7 ] - [9] The inlet results are shown in figure [ 7 ] for three different 
source descriptions based on rotating rake data: 1) the m = — 10 circumferential mode with all cut-on radial modes, 

2) the m = —10 and circumferential modes having total power levels within 10 dB (all cut-on radial modes), and 

3) all cut-on (circumferential and radial) modes. Measurement and prediction locations are denoted with symbols 
and adjacent values are connected by solid lines to more clearly delineate trends. The lobed character is evident in 
the three predictions, although it is most apparent with the first source description. The addition of source modes 
having total power levels within 10 dB of the m = —10 circumferential mode lessens the lobed character and leads 
to increased acoustic levels at all angles. As mentioned earlier, this indicates that the radiated inlet sound field is not 
driven exclusively by the main interaction mode and there is significant acoustic power in these additional modes. 
Adding the rest of the cut-on modes leads to a slight modification of the directivity pattern with a corresponding 
change in level. The last two source descriptions lead to predicted directivity patterns that match the measure data 
quite well, with the exception of a drop in predicted levels near approximately 35°. Clearly, additional source content 
beyond the main interaction circumferential mode is needed to improve comparison with measured levels in the inlet 
for this configuration. 

Turning to the exhaust predictions, results for which shear layer modeling was not included are shown in figure [5] 
The shear layer is known to have an effect on the radiated sound field and should be included when performing exhaust 
predictions. Nonetheless, these computations were performed to illustrate the directivity modifications brought about 
by the ‘pseudo-duct’ model and to provide additional data on source effects. The source descriptions used for the inlet 
predictions were again employed. However, as the power in the main interaction mode (m = — 10) was considerably 
higher than all other modes (see figure [6]), the total power level criterion used for the second source iteration was 
increased to 15 dB. Thus, the three different exhaust source descriptions based on measured rotating rake data were: 
1) the m = —10 circumferential mode with all cut-on radial modes, 2) the m = —10 and circumferential modes having 
total power levels within 15 dB (all cut-on radial modes), and 3) all cut-on modes. Here, the change from the first 
to second source description does not modify the character of the directivity pattern as much as the inlet case. The 
location and level of peak directivity does not change and the general character is maintained. The relative phasing of 
the source modes in these two cases lead to significant destructive interference near the 145° fixed microphone location. 
The inclusion of all cut-on modes does not appear to have a major impact, except at this location. Overall, there is 
moderate change in directivity at forward emission angles associated with the traverse, suggesting the dominance of 
the main interaction mode. 

Continuing with the exhaust predictions, results with the inclusion of shear layer modeling are presented in figure|9] 
The same three measured rotating rake source descriptions used in the previous exhaust predictions were used: 1) the 
m = — 10 circumferential mode with all cut-on radial modes, 2) the m = — 10 and circumferential modes having total 
power levels within 15 dB (all cut-on radial modes), and 3) all cut-on modes. The effect of the shear layer model is 
clearly evident. In contrast to the previous exhaust predictions, the “null” observed at 145° has been eliminated and 
more consistent predicted acoustic levels are obtained at the fixed microphone locations. The inclusion of additional 
source modes does not change the character of the directivity pattern as much as the inlet case, again suggesting that 
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the main interaction circumferential mode predominantly defines the radiated pattern. 

Comparison of the overall levels for inlet and aft predictions with measurements provides additional evidence to 
the greater importance of the main interaction circumferential mode (m — — 10) in the exhaust predictions relative to 
the inlet. The difference in SPL for larger inlet radiation angles and smaller exhaust angles (i.e. approaching 90° from 
above and below), as well as the peak overall level, reveals the increased acoustic power in the exhaust at 2xBPF. This 
is also consistent with original SDT rotating rake measurements,® for which the total acoustic power is over 12 dB 
higher in the exhaust than in the inlet. 

B. Random Phase Variation 

As mentioned previously, the rotating rake system has been extensively tested, providing valuable experimental acous- 
tic databases for a number of configurations. In a previous assessment of fan noise prediction capabilities,® typical 
uncertainty in measured tone power levels was estimated to be ±3.4 dB. However, estimation of the uncertainties 
in the relative phase relationships is much more problematic. Additionally, there may be situations in which modal 
power levels are in hand, but relative phase information is lacking. In light of this, a systematic study of the effects of 
randomized source modal phase on the resultant directivity pattern was investigated. The approach taken followed that 
described by Zlavog and Eversman 26 27 in a series of statistical studies into the effects of randomized modal source 
power and/or phase on attenuation in lined ducts. In this study, the source modal amplitudes (and hence, power) were 
fixed to be those obtained from the rotating rake. The source modal phases, however, were allowed to randomly vary 
uniformly over the range [0, 2k). 

Initially, a few select cases were chosen for which predicted acoustic levels at each observer location were obtained 
over 1000 trials. From these, the mean, /I, and standard deviation, < 7 , of the predicted SPL were computed to obtain 
some initial insight into the form of the probability distributions. Representative distributions of predicted radiated 
SPL for inlet and exhaust (without shear layer modeling) are shown in figures [TO] - [12] For the inlet, locations of 
maximum SPL and maximum a were chosen over the range of inlet sideline angles. For the exhaust cases, similar 
criteria was used, except that the three fixed microphone locations were excluded from the selection process due to 
the behavior at 145°. Following Zlavog and Eversman,— the resulting range of radiated SPL was partitioned in bins 
of equal size (0.3 times the standard deviation) and the relative frequency (fractional number of occurrences) in each 
bin plotted versus the radiated SPL. Due to the bin size, this leads to a scaled (by the inverse of the bin width) version 
of the probability density function as compared to a traditional probability density function. This should be kept in 
mind, as a different standard deviation was calculated for each of the cases considered. While additional trials are in 
order before drawing final conclusions on the form of the distribution functions, it is interesting to note that these cases 
appear to follow trends similar to those seen in Zlavog and Eversman. 27 The cases involving all cut-on modes have 
a slight positive skew, but appear to be trending toward a Gaussian distribution. The cases involving only the cut-on 
radial modes of the m = —10 circumferential mode appear to have more of a non-Gaussian character. As pointed 
out in the previous statistical study, some of the skewness may be due to the logarithmic mapping to SPL. With the 
completion of additional trials for all cases, functional fits to the probability distributions, including non-logarithmic 
mappings, will be investigated. 

In parallel to the study of the probability distributions for select cases, RR/CDUCT-LaRC predicted acoustic levels 
at each observer location for all of the inlet and exhaust cases considered previously in Subsection [A] were obtained 
over 100 trials. In figures [T3][T5| the predicted mean SPL (i.e. mean directivity pattern) is plotted for comparison with 
the single instance results from Subsection [A] as well as measured data. The single instance (i.e. initial predictions 
using full rotating rake data) results are represented by dashed lines, while the measured data is represented by solid 
lines. Also included in these figures are error bars denoting a range of ±<7 above/below the mean values. In all cases, 
randomization of the relative phases tends to smooth out smaller variations in the directivity pattern, although larger 
peaks are maintained. However, it can also be seen that the dips in predicted inlet levels around 35° and aft (without 
shear layer) levels around 145° are removed. As more modes are included in the source description, the standard 
deviations also tends to become more consistent over the extent of the observer arc. 

In the inlet (figure [13]), the shape of the directivity pattern is generally well captured by predictions. However, the 
mean level falls below both single instance and measured values. This may be a result of the multi-modal nature of 
the acoustic source. Again, inclusion of all cut-on modes improves the prediction. In this case, mean and measured 
values generally differ by one standard deviation. At some sideline angles the difference is greater, but well within 2a 
(or within the 95% confidence interval if the distribution is Gaussian). As in the single instance case, it is clear that 
additional source information is needed beyond the m = — 10 circumferential mode to obtain acceptable comparison 
with measured data. 

As mentioned earlier, randomization appears to have alleviated the extreme behavior in the aft (without shear layer) 
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predictions. In contrast to the inlet case, figure [T4| shows that the mean levels remain on the order of the measured 
values. As seen in figure [15] inclusion of the shear layer model greatly improves the comparison with measured data 
at the aft sideline angles. The levels at the three fixed microphone locations are much closer to measured values. 
Once again, mean levels for the aft predictions generally remain within one standard deviation of the measured values, 
certainly closer than in the randomized inlet cases. In further contrast to the inlet case, the inclusion of additional 
source modes leads to smaller localized changes in directivity. The dominance of the m = —10 circumferential mode 
would appear to be a controlling factor in the behavior. 

Overall, comparisons between predicted and measured directivity patterns are quite good. The inclusion of ad- 
ditional modal source information greatly improved inlet predictions, with less effect on the aft predictions. The 
randomization of source mode relative phases tended to smooth out the directivity patterns and generally improved the 
shape relative to the measured data. 

The randomization procedure employed represents the extreme range of phase variation, whereas some modes 
may in fact have a stationary relative phase relationships. For example, all radial modes for a given circumferential 
mode might be phase locked. Initial investigations of this situation for the inlet have shown minimal change over full 
randomization when all cut-on modes are considered. However, further investigation is warranted. 

V. Concluding Remarks 

Previous investigations have shown that the details of the acoustic source are extremely important in predicting 
acoustic propagation within and radiation from hardwall and treated duct configurations 012123 The current study 
addressed source specification issues for the case of rotor-stator interaction to illustrate changes in 2xBPF predictions 
when additional source content was included. Following previous statistical studies,^ the influence of relative phase 
between source modes was also shown through numerical experimentation. Examination of the results from these 
analyses on the SDT configuration suggest the following: 

• For the inlet predictions, the radiated sound field was not driven exclusively by the main interaction mode 
(m = —10) and there was significant acoustic power in the additional source modes. In situations such as 
this, predictions require additional source content beyond the main interaction circumferential mode to improve 
comparison with measured levels. 

• For the exhaust predictions, the effect of the shear layer model was clearly evident. Inclusion of additional source 
modes did not change the character of the directivity pattern as much as the inlet case. The main interaction 
circumferential mode controlled the radiated pattern. In such a situation, comparison between predicted and 
measured levels do not significantly improve when additional source content is included. 

• Given source modal power levels, randomization of the relative phases improved the shape of the predicted 
directivity patterns relative to measurements. Furthermore, predicted levels were generally within ±o (and well 
within ±2cr) of measured values. 

• Random phase probability distributions obtained from current trials indicated that the SPL distribution at indi- 
vidual observer locations may be non-Gaussian when the single source circumferential mode was considered. 
However, when all cut-on source modes were included, the distribution tended more toward Gaussian. This is 
in line with conclusions drawn in a previous statistical stud} 27 related to source effects on attenuation in lined 
ducts. Further investigation with a larger number of trials and additional cases is warranted. 
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Condition 

Corrected RPM 

% Design Speed 

Approach 

7,809 

61.7% 

- 

9,493 

75.0% 

Cutback 

11,075 

87.5% 

- 

11,771 

93.0% 

Takeoff 

12,657 

100.0% 


Table 1: SDT Model Fan Tip Speed Conditions 
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Figure 1: Source Diagnostic Test (SDT) model fan installed in the 9’xl5’ Low Speed Wind Tunnel. 



Figure 2: SDT model fan stage. 
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Figure 3: Top view of the 9’ xl 5’ test section illustrating model fan installation, as well as traversing microphone and 
three fixed aft microphones. All dimensions are in inches. 
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Figure 4: Block topology used for RR/CDUCT-LaRC predictions. The CDUCT-LaRC internal inlet and aft duct 
propagation blocks are shown in red and green, respectively. The ‘pseudo-duct’ block is represented in blue wireframe. 
The Rotating Rake location (and hence source plane) is at the furthest internal extent of both the inlet and aft CDUCT- 
LaRC blocks. Note that only one of the fan blades and one of the exit guide vanes are shown to simplify the figure. 


toofini 


American Institute of Aeronautics and Astronautics 




Figure 5: Qualitative inlet and aft acoustic propagation predictions with ‘pseudo-duct’ showing contours of the real 
part example of acoustic potential. The exposed surfaces of the inlet grid and ‘pseudo-duct’ are used as the source 
surface in subsequent FW-H acoustic radiation predictions. 
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Figure 6: Inlet and exhaust 2xBPF modal power distributions at approach speed. (See Heidelberg 25 
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Figure 7: 2xBPF inlet RR/CDUCT-LaRC predictions and 9’xl5’ measured data at approach speed. 
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Figure 8: 2xBPF exhaust RR/CDUCT-LaRC predictions and 9’xl5’ measured data at approach speed. Note that the 
predictions do not include the shear layer effects. 
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Figure 9: 2xBPF exhaust RR/CDUCT-LaRC predictions and 9’xl5’ measured data at approach speed. Note that the 
predictions include the ‘pseudo-duct’ to model shear layer effects. 
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Figure 10: 2xBPF RR/CDUCT-LaRC predicted inlet radiated SPL distribution for 1000 trials at approach speed 
including all cut-on modes. 
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Figure 11: 2xBPF RR/CDUCT-LaRC predicted exhaust radiated SPL distribution for 1000 trials at approach speed 
including only the m = — 10 circumferential mode (all cut-on radial modes). Note that the predictions do not include 
modeling for shear layer effects. 
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Figure 12: 2xBPF RR/CDUCT-LaRC predicted exhaust radiated SPL distribution for 1000 trials at approach speed 
including all cut-on modes. Note that the predictions do not include modeling for shear layer effects. 
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(a) m = — 10 circumferential mode (all cut-on radial modes) 




Sideline Angle [deg] 

(b) m = — 10 and circumferential modes having total power levels within 10 dB (all cut-on radial modes) 
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(c) All cut-on modes 

Figure 13: 2xBPF inlet RR/CDUCT-LaRC (randomized phase) and 9’xl5’ measured data at approach speed. Dashed 
lines represent the single instances using complete rotating rake data for source specification. Solid lines with square 
symbols represent 9’xl5’ measured data. Error bars on predicted quantities denote a range of ±< 7 . 
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(a) m = — 10 circumferential mode (all cut-on radial modes) 




(b) m = — 10 and circumferential modes having total power levels within 15 dB (all cut-on radial modes) 




(c) All cut-on modes 

Figure 14: 2xBPF exhaust RR/CDUCT-LaRC (randomized phase) predictions and 9’xl5’ measured data at approach 
speed. Dashed lines represent the single instances using complete rotating rake data for source specification. Solid 
lines with square symbols represent 9’xl5’ measured data. Error bars on predicted quantities denote a range of =b<7. 
Note that the predictions do not account for shear layer effects. 
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(a) m = — 10 circumferential mode (all cut-on radial modes) 




(b) m = — 10 and circumferential modes having total power levels within 15 dB (all cut-on radial modes) 




(c) All cut-on modes 

Figure 15: 2xBPF exhaust RR/CDUCT-LaRC (randomized phase) predictions and 9’xl5’ measured data at approach 
speed. Dashed lines represent the single instances using complete rotating rake data for source specification. Solid 
lines with square symbols represent 9’xl5’ measured data. Error bars on predicted quantities denote a range of =b<7. 
Note that the predictions include the ‘pseudo-duct’ to model shear layer effects. 
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